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15 MAY 1963 


MEMORANDUM FOR: Deputy for Field Activities, OSA 
SUBIECT + Report Ci30-B Flight and Ground Crew 


1, Ye are atill working on 1 July 1983 delivery date | 
of the Ci30-B. You are already aware of the gad bistory of 
nominations and buats and lack of nominations ad nausean . 
it ig the intent of this memorandum to indicate our initial 
and final manning atens: 


&. diInitiel 25X1 


This is to sagmure pick up of the | 
C130-B by 1 July 1965 and to assure | 
Some regpongible flying capability: 


(1) Flight Crew 


(A) Pliots 


sali [______] (taatructor Pilot) | 
25X1A reported to | ss |i May 1963. The 
co-pilot position ia tenativaly being 
iS ee ee ed) 
it is quite possible that we might 
lose him and SQUSAF/Personnel ig | 
exerting 211 possible pressure to obtain 
several baci-up nominees. It is cur 
iatent to recommend the replacement'z 
TDY assignment to the flight crey gub- 
sequent to deadquarter’s processing, but 
before final clearance. Py the end of 
the month of May we shall be able to 
give you a reading on whether this isa 


beld down by however, 25X1A 


feasible; | 

{8) Navigators | 

25X1A was interviewed on 
3 April 1 a ters anc we have | 


every reason to believe that he will be | 
available by 1 July 1963 on either a Thy 
or a PCS basis with a full clearance 
status; and 
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(C) Flight Engineer 


Thie is our moat critical category 
and on 14 May 1963 it was again reported 
to AFIGO-8 that we need support on this 
category. Aithough it is possible that 
LAC hae a qualified flight engineer, I 
am informed that it would be inappropriate 
for us to assign a civilian flight engineer 
to this craft as part of the flight crew 
pending reporting of the permanent USAF 
flight engineer. It is our intent to 
recommend the nominee's THY sasignment 
to the flight crew subsequent to Head- 
quarter's processing, but tiefore final 
clearance. By the end of the month of 
May we shall be able to give you a 
reading on whether this is feasible. 


(2) Ground Crew 


Ai aft Maintenance Equipment Technician, 


25X1A will be reporting to the Area no later 


than 19 June 1963. The second Aircraft Maintenance 
Equipment Technician has been requisitioned from LAC 
on a TDY basia pending assignment of a permanent USAF 
Aircraft Maintenance Equipment Technictan. Propeller 
@echanic has been requisitioned from LAC on a TDY basis 
pending assignment of permanent USAF asset. Two joad- 
manteres will report no later than 19 June 
1963. 


BA. Final 


The above represents a patched up skeleton 
capability. HQUSAF has promised us action on no leas 
than 2 pilote and 1 navigator. The missing members of 
the flight crew (1 pilot, 1 flight engineer and 1 
navigator) and the ground crew, 1. 6., Aircraft Maintenance 
Equipment Technician, Propeller Mechanic and Accessories 
Mechanic, will be avaflable in October of 1963. 
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